Audi A4 


Wiring diagram No. 326/1 


Sliding / tilting sunroof 


from 2002 m. y. 


Main fuse 


‘A97-0220 


4-Pin Relay Carrier with threaded connection 


‘97-0245 


Fuse holder 


A97=0242 
Fuse Colors 
30A - Green 
25A - White 
20A - Yellow 
145A - Blue 
140A - Red 
7,5A - Orange 
5A - Beige 


Fuse in fusebox from 23 onwards are numbered 223 
onwards in Current Flow Diagram. 


W42.USA.5504.01.21 


Edition 08.01 


&® Audi A4 Wiring Diagram No. 326/2 


Sliding / tilting sunroof 


E8 Sunroof switch 

J393 Central control module for comfort system 

$230 Fuse in fuse holder 

117g 17-Pin Connector, dark brown, connector station A-pillar, left 
V1 Sunroof Motor 
W _ Front Interior Light 


“44 ) Ground connection (lower left A-pillar) 


Ground connection (in roof wiring harness) 


Threaded connection -2- (30), on the relay plate 


Plus connection -2- (30), in instrument panel wiring hamess 


§ Aso J393 (B207) Connection (comfort), in passenger compartment wiring harness 
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